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masonry walls. To protect the valve during transportation, the cover cap
should be left screwed on hand tight until the cylinder is in place and
ready for actual use. Cylinders should never be rolled or dragged. The
preferred transport, even for short distances, is by suitable hand truck with
the cylinder strapped in place. Only one cylinder should be handled at a
time.